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2.31 (c) U) 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC). 

Protocol ff 1 3S1 MF as approved by the lACUC inductes a scoring: sbeet and euthanasia criteria which was no't used 
during the 2015 An alCernative acpring ahaet and criteria far determining tiurnine endpoints lor euthanasia was 
pscd. Euthanasia crltsfla was also ch:ar>ged In 2015. Alirrough . Iho cliLar>ges wafo t>or>ellC)al Ftn animal caro and 
welfare these significant char»ges must be reviewed and documented in the approved protocol. 

CORRECT BY :a'3Q/16 

2.31 (e) (1) 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC). 

There were a total of 45 more animals used on 2 lACUC protocols [ 14&7 and 14t 1 ) than were approved by the 
lAOUC. BpeciFi[;:ally. on prokical 1437, 54 animals -were approved br u$e by the lACUC and a fotpl of 53 animala 
waro used. On protocol 1411, 144 animals wora approved for use by the lACUC and a total oi 172 ammais woro 
used The lACUC Subcommittee lindings and reoornmendaiions, as written on a November 2015 docun'ent, 
:&lated that Both tha PI and rasaaroh coordinator Failed lo tract!; animal numbara. Ariimal prcioools must opntain the 
following Informatjon; IdentiFication of the species and the number ol animals to be used. A method has now been 
developed to accurately tradK tine correct number of animals approved For use on a protocol. CORRECTED AT TIME 
Of INSPECTION 

2.36 (t>) (2) 

ANNUAL REPORT. 

The annual report submitted for £015 does no-t include the exceptions to the standards and regulations regarding 
sanitation of indoor primary enclosures and teeding of non human primates. Indoor primary enclosures musi be 
sanitized every 2 weeks and sanlllzatien Is extended to 2A days on 12 lACUC protocols. One approved protecol 
allows for feeding 70 % ol the normal diet to pregnant animals. These are exceptions to the standards and 
regu Lallans and although approved by the lACUC must also be indudad in iba annual r^art. The annual report must 
be amended to Include these exceptions. 

CORRECT BY : 3/30/16 
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2.36 (t>) (7) 

ANNUAL REPORT. 

Aftef review ef category E studies, il appears that some animals used may have experienced unrelieved pain or 
distress pf ior 1g eatha,na5ia. These gnimaig were raported in pelegory D pn the gnnupl report. The l&oilily mast review 
E protocol animal roconds and amend tho 201 S annual report as neoded lo rotloct proper pajoi'distross cataponos. 
CORRECT BV-3.OT1 6 

2.38 (t) (1) 

MISCELLANEOUS. 

During £015, two incidents were reported to the lACUC lhal involved injuirvi'dealti to batxjons when handled in the 
chute system. In pne lingidenL e Femgle babopn sutlered Injuries when three mgle tkebcpng ggined eccess tg her in 
the Chula system while Pemg transferred. The second ilnodeni eocunrad when a mala baboon was able lo lift a chute 
door and altacfced a female and her infant resulting in death of the infant, The lACUC inves. 1 igaton determined these 
inddenls were a fesuli el lack df ccmmunicatidn between employees handling the animals. Animals must be handled 
carefully and In a manner that does not cause trauma. Employees have been retrained In handling am mats m the 
chute system and a new SOP Ftir Moving Alert Baboons and Macagues has been developed but has not yet been 
approved by Iha lACUC. Tha SOP lor moving animals musl bo apprcvsd and lollowsd ta ensure animals are handled 
carefully and without trauma. 

CORRECT BY :3.'30/ie 

The inspection was conducted 1r25/16 - 6 with the attending veterinarian and facility employees. 

The axil briefing was held on wi|h lapilty empIpyeeSp attending veterinarian and LACUC members. 
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